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CIRCULAR LETTER NO, 40 : 


“Evacuation of Patients to Zone of the PAtosian. ee er eee 
‘Expiration Date on Mapharsen- - ----*-+-"--2-+-+--- 


BSECTION I. EVACUATION OF PATIENTS TO ZONE OF ae INTERIOR 


a 1. Effective 1 May 1945 a Theater AUAEEGh policy of sh 
(60) days is established, 


oe 2. Pationts who cannot be returned to duty within sixty ( 
days will be evacuated to the United States as soon as their 
tion permits, 


q a. The sixty (66) day period will commence with the | 
‘the individual is first admitted to a hospital in any ccholon « 
the Medical Service and will include the time required for reha 
tation and conva lcsconce, ag woll as active medical care, 


b. Paticonts who can ‘be nev arens within sgl (60) a 


of Oporations will be retained in the Thea tor. 
3. Any patient whose condition indicates that he cannot. 
returned to duty within sixty (60) days will bo referred to a 
disposition board as’ soon as possible after admission to a hosp: 
suthor ized to board patients to tho Zone of the Interior, 


3 4. Pationts will not bo evacuated to tho United Kingdom 
when so directed by the Chief Surgeon, 


Be All dircctives in conflict with the above are hereby 81 


SECTION 40, EXPIR/, TION DATE ON MAPHARSEN ae 


ie Te expiration date on Mapharsen is extended six (6) 
‘months eyond: the date shown on tho ampoule or package. 


‘The itom numbers and nomenclature ‘aro listed below: 


> 


> r a : , R 


Be 


RESTRIC ZED 


“1268010 Mapharsen, 10 - ay 06 gm ampoules, 
" (formerty: item 1K34710) 


1268015 Wapharsén, 6 O« 6 ‘am ampoules. 
(formerly item 14800) | ars 


+e 
° SES itl 


‘By order of the chief Soreiont 


we, ~ 


oe ge el 


W. DOAN, , 


